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Mr. J. 0«r aid Mayer 
Executive Vice President. 

General Instrument Corporation 
Andrew* Road 
Hickerille, L.I., H.Y. 

Dear Mr. Mayer: 

May I extend the appreciation Pc** Air Derelojmjnt Center for 
a Job well done by your Codpany on r ontract AT 30(655) -25568* 

"Scan Conversion System'. 

We were particularly pleased taut your organization erne able to 
fabricate and deliver" a intisfactory Scan Conrerter on a c^aeh 
and tight delivery scheduled am mil meet our requirement*. 

It my interest you to .-:noy that tht* equipment is now under 
operational evaluation at ;1 ~’A/ i.iata list ion and has been 
performing reliably to-date. 

Sincerely, 



)AY X 

no X 


3AHIEL C . 

Major General, ’1SAP ^ 
Comander 
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